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ART II 2 

(PART II - SECTION 2 ] 
पेटेन्ट कार्यालय द्वारा जारी की गई पेटेन्टों और डिजाइनों से सम्बन्धित अधिसूचनाएं और नोटिस 
[Notifications and Notices issued by the Patent Ofice Relatin ; to Patents and Designs] 


Patent Office Branch , 
61, Wallajah Road , 
Madrąs-600 002. 


THE PATENT OFFICE 
PATENTS AND DESIGNS 

Calcutta , the 2nd April 1988 
ADDRESS AND JURISDICTION OF OFFICES OF THE 

PATENT OFFICE 
The Patent Officc has its Head Office at Calcutta and 
Branch Offices at Bombay, Delhi and Madras having terri 
torla jurisdiction on a zonal basis as shown below - 


Telegraphic address " PATENTOFIS ” . 


The Stutes of Andhra Pradesh , Karnataka , Kerala , 
Tamilnadu , and the Union Territories of Pondicherry , 
Laccadive , Minicoy and Aminidivi Islands. 


Patent Office Branch , 
Todi Estates , II Floor , 
Lower Parel (West ) , 
Bombay-400013 . 


Patent Office , (Head Office ) , 
214 , Acharya Jagadish Bose Road , 
Calcutta 700-017. 


Rest of India . 


Jolographic address " PATOFFICE " . 


Telegraphic address " PATENTS " . 


The States of Gujarat, Maharashtra , and Mhdaya Pra 
desh , and the Union Territories of Goa , Daman and 
Diu and Dadra and Nagar Haveli. 


Patent Office Branch , 
Unit No. 401 to 405, III Floor , 
Municipal Market Building , 
Saraswati Marg , Karol Bagh , 
New Delhi- 110005. 


All applications ,notices, statements or other documents or 
any foes required by the Patents Act, 1970 or the Patents 
Rules, 1972 will be received only at the appropriato Offices 
of the Patent Office . 


Telegraphic address " PATENTOFIC ” . 

The States of Haryana , Himachal Pradesh , Jammu and 
Kashmir , Punjab , Rajasthan and Uttar Pradesh and the 

Union Territories of Chandigarh and Delhi, 
1 - 761/88 

(251) 


Fees : - - Thic fees may either be paid in cash or may be 
sent by Money Order or Postal Order , payablo to the Con 
troller at the appropriate Offices or by bank draft or che 
que, payablo to the Controller drawn on a scheduled bank 
at the place where the appropriate offico is situated . 
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CORRIGENDUM 

The 1st March , 1988 
Form 23 , Section 62 of the Designs Act, 1911 

177 / Cal /88. Punya Brata Chaudhui. A method of re -treat 

ment of agricultural residues . 
The name of the Registered Proprietuis in respect of 
Registered Design Nos . 156762 to 156765 have been correct 

178 / Cal /88. Elizabeth May Dowling. Optoacoustic Spectro 
ed as RADIOHMS INVESTMENT AND TRADING CO . 
PVT . LTD . 

scopy . ( Convention date 3rd March , 1987 nad 

2911 December , 1987) both are Australia . 
GOVERNMENT OF INDIA 

179 /Cal / 88 . Noel Caroll, Cyclone Separator . ( Conventiou 
PATENT OFFICE 

Jate 3rd Maich , 1987 and 19th January , 1988 ) 

both ille Australia . 
PATENTS AND DESJONS 
CALCUTTA 

180 /Cal / 88 . Trutzschler Ginbh at Co . Kg. The device for 
CORRIGENDUM 

the improvement of carding process of it cardhg 

machine or I carding engine. 
lo the gazeite of India Part II Section 2 dated the 23rd 
January , 1988 under the heading " NO . PATENT” delete 181 / Cal /88 . Trutzschler Gmbh & Co . Ky ?le device at a 
15667, 156168 after 156131 and 156264 156328 after 

carding machine. 
156263 . 

APPLICATION FOR PATENTS FILED AT THE PATENT 
REGISTRATION OF PATENT AGENTS 

OFFICE BRANCH , MIUNICIPAL MARKET BUILDING , 
The following person has beon registrred as Patent 

IURD FLOOR , KAROL BAGH , NEW DELHI-110005 
Agц : 

The 25th January , 1988 
Jyoti Gupta , 
No. 6 , Statc Entry Road , 
New Delhi- 110 055 . 

60 /Dolffs . The Halcon SD Group , Inc ., **PLOcchy for pre 

paring sliver catalysts . Divisional date 23rd 
The 24th February , 1988 

April, 1985). 
162 /Cal/88. Toimirimi Konc-Sumpo. Power Aggregate . 

The 27th January, 1988 
163 / Cal /88 . Rabindra kumar Dehgupta . A power transmis 
sion device . 

61 / Del / 88 . National Council for Cement and Buildhg 

Materials , " A bag for packaging of cement mad 
164 /Cal/ 88 . Toyo Engineering Corporation . Process for the 

other finc powders" . 
hydrolysis of urea in diluile aqueous urea solu 
tion . 

62 ,Del / 88. Gadgil and Associates, " An air cooler " . 
165 /Cal /88 . Westinghouse Electric Corporation . Improve 

63 /Del /88 . Tata Energy Research Institute and another , 
ments in or relating to high temperaturo gas 

A fixed mirror line focus solar concentrator with 
cleaning in municipal solid waste incineration 

cylindrical mirror clements and method of mak 
systems. 

ing the same with stretched tapes " . 
The 25th February , 1938 

64 /De1 /88 . Plizer Inc., “ Arylpiperazinyl-ethyl ( or butyl ) 
166 / Cal/ 88 . Lindauer Dornier Gesellschaft in . b . H . Methau 

phenyl- lieterocyclic compounds" . 
of making a terrycloth fabric ; and weaving loom 
carrying out the metho . 

65 /Del /88. Babcock Energy Ltel ., “ Apparatus for atowing 

and deploying stores from air and marine cmft " . 
The 26th February , 1988 

( Convention date 26th January , 1987, 3rd ; 17th ; 

& 18th Angust, 1987 ( U . K . ). 
167 /Cal/ 88 . Phillips Petroleum Company. Composition for 
use in suilletlanean recovery of oil and gas. 

66 / Del / 88 . Exxon chemical patents Inc ., " Crude sud beavy 

fuel flow improvers " . ( Convention date 29th 
1.58 /Cal / 88 . Intent Patents A .G . Self- regulating no load 

January , 1987 ) ( U . K . ) . 
protected electronic blast system . 
Thc 29th February , 1988 

67 /Del /88 . Pfizer Inc., " Anhydrous, crystalline sudium mult 

of 5- chloro - 3 -12 -themoyl ) - 2 -oxindole - 3 -carboxa 

inicle " . 
169 / Cal /88. Mr. Sudhangsu Saha . Solar Distiller. 
170 / Cal / 88 . Bigotes ÁG . A device for the protection of 

68 /Del /88. APS HVBD NR etc ., " Systen for removal of 
walls and fonces against unauthorized crossing . 

nail lacquer " 
171 /Cal / 88 . Veb Silikatwerk Brandis. Rapidly solidifying 
alumina containing refractory concrete . 

The 28th January, 1988 


69 / Del / 88 , Exxon Chemical Patents , Inc., " Catalysts , mc 

thod of preparing these catalysts und inettiod of 
using said catalysts " . 


70 /Del /88 . Societe Gencrale Des Eaux Minerals De Vittel, 

" Packaging liquids" . 


172 /Cal / 88 . Krone Aktiengesellschaft. Cutting / clamviny 

sleeve contact. 
173 /Cal /88 . Konpp Widia GMBH . Tool Coupling , 
174 / Cal /88. NGK Tosulators, Ltd . High strength porcelains 

for use in insulators and production thereof. 
175 / Cal /88. Trade & Industry Private Limited . Improved 

method of processing tea in cta machine , and in 

proved ctc machine therefor . 
176 /Cal /88, Trade & Industry Private Limited . Improved cis 

machine. [Divisional date 30th March , 1987 ]. 


71 / Del / 88 . Lucas Industries Public Lid . Co., " An automatic 

adjuster for a vehicle shoc druin lirake" . ( Con 
vention date 3rd February , 87 ) ( U . K . ) , 


72 , Del /88 . Bo Andreasson , " An improved piling method " . 
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93 /Del / 88 . Nordlys., " Sealing compound and its application 

in the cable industry " . 


73 c!788.. 


The 29th January , 1983 
73 Del /88. Council of Scientific & Industrial Research , 

" A process for the synthesis of novel 2 - substi 
tuted - 1, 2 , 3 , 4 , 6 , 6 , 7 , 11bb , 12 , 12a-decaby 

uropyra7 :110) ( 2 , 1 ; 6 , 1 ) -Pyrido ( 3 , 4-b ) indoles " . 
74 /D - 1 / 88 . National Council for Cement and Building 

Materials , " A process for preparation of calcium 
silicalo hydrate products" . 


1) 


at /Del /88 . Waruer -kambert Company ., " Process for in 

sert molling disposable razor " . 
9 / Del / 88 , Warner -lambert Company ., " Process for insert 

inolding disposable razor " . 
96 /Dcl / 88. Sanden Corporation ., “ Refrigerant compressor" . 

The 3rd February, 1988 
47 / Del /88 . SKF Industrial Trading and Development Com 

pany B . V ., " Cciling Fan . 


75 / Del/ 88 . The Lubrizol Corporation , " Lubricating oil 

compositions containing multi functional additive 
component" . 


18 / Del/ 88 . Autoipari Kuluto Es Fejleszto Vallalat., " Reci 

of carboxy containing interpolymers" . 
49 /Del /88. Autoipari Kututo Es Fejleszto Vullalat., “ Reci 

procating piston -type internal combustion engine 
with rcsopunce charging " . 


76 / Del / 88 . Cenlle Technique Quir Chaussure Moroquinerie . 

" Biologically stabilized und untannecl hides anci 
process for obtaining these hides” . 

The 29th January , 1988 
77 /Del / 88. The Governor and Co. of the bank of England . 

" A method of representing in signal forma 
given pixel of un imaye" ( Convention date 22nd 
inne 1984 ) ( U . K . ) . ( Divisional date 19th Junc , 

1985 ). 
78 /D1/ 88 . Texas Instruments Incorporated , “ Drum cell 

2014 method " . 


The 4th February, 1988 


100 ; Del / 88 . NL Industries Inc ., “ A method of producing a 

gelled water -10 oil emulsion composition " . Divi 
sional date 16th September, 1985 ). Convention 
date 16th November , 1981 ) ( U . K . ) . 


The 5th February, 1989 


79 /Del /88 . Stein Indusiric ., " A device for fixing loops in a 

component of a heat exchanger constituted by 
tubes in which a fluid flows" . 


101 /Del / 88. Rajvir Sirel , " Solar collectors " . 


80 /Del / X8 . AB Volvo Penta ., " A bed structure for support 

ing cngines and illixiliary units " , 


APPLICATIONS FOR PATENTS FILED IN THE PATENT 
OFFICE BRANCH AT TODI ESTATES , IIIRD FLOOR , 
SUN MILL COMPOUND , LOWER PAREL (WEST ) , 

BOMBAY- 13 


APPLICATIUN FOR THE PATENTS FILED AT THE 
PATENT OFFICE BRANCH , MUNICIPAL MARKET 


The 6th January , 1988 


1, Bum /88 . Ramest: kumar Jain . Improved baly chair -cum 

cradle . 


BUILDING , FIIRD FLOOR , KAROS, BAGH , 

NEW DELHI 

The 1st February , 1988 
81 /Del / 88 . Silk Engineering (Debry ) Limited ., “ Improve 

ments in or relating to vehicle 8118 pensions." 

Convention date 41h February , 1987 ) ( U .K .) . 
82 / Del / 88 . Unisystems Privato Limited , " A Board " . 
83 /D41/ 88. Advisory Board of Energy & Nimbkar Agricul 

Tural Research Institute . " Lantern ” . 


The 121h January, 1988 
2 / Bom / 88 . Bajaj Auto Limited . Split Type handle bar 

for two wheeler motor vehiclos . 

The 14th January, 1988 
3 / Bon / 88. Sadanand Bhaskar Bagniikar. A safety clamp for 

gas cylinder , 
4 / Bom / 88 , Baburao Girimallappa Tonannavar, Multi- fuel 

operatz . " eyser -cum - water hcaler . 


84 /Del / 88 , CLE ., " Improvements in or relating to method 

of crushing any mineral materials and plant for 

carrying out the method " . 
85 / el /88 . Biolandes., " A process for the continuous hydro 

distillation of plants and an apparatus for its 
implementation ” . 


5 / Bom / 88 . Dr, Naresh Satish Sharma. Improved post opc 

tative wound suction drainage apparatus. 


The 2nd February , 1988 


The 15th January, 1988 


86 /Del / 88 . Associated Electronics Reycarch 

" 14 " Black and white TV chassly 
search Foundation Ch25819 - 2 ) . 


Foundation ., 
RFC - 2 (Re 


6 / Bom / 88 . Vipio Climpsey Shah . More power cihicient 

tingsten filamcot lamps which use filamonts with 
a life -span twenty or more than twenty percent 
less than the life -span of filaments presently in 
usc . 


The 18th January, 1988 


7 / Bom /88 . Karsan Ramjibhai Dholarla . A modified air cool 

ing system . 


87 /Del / 88 . Associnted Electronica Research Foundation ., 

" B & TV chassis MK - JIL." 
98 / Del / 88. Associated Electronics Research Foundation , 

" B & W TV chassis RFC - I (Research Foundation 

Chassis - 1 ) . 
89 /Del / 88 . Amoco Corporation ., Lasor having a subatan 

tially planar waveguido ” , 
90 /Dol/88. Sanden Corporation ., " Refrigerent compressor” . 
91 Del / 88 . Şandon Corporation ., " Refrigerant compressor " . 


8 ,/ Bom /88 . Parle Products Private Limited . A pilfer-proof 

container and closure assembly , 


9 / Bom /88. Dr. Shantilal Keshaylal Sanghani. A devico to 

convert forcible water flow energy into electric 
energy 


92 /Del / 88 . linperial Chemical Industries Plc., " A system 

for introducing additive into a container" . ( Con 
vention date 12th February , 1987 ) (U .K . ). 


10 / Bom /88 . Karsan Ramjibhai Dholaria . An efficient wind 

mill. 
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11 / Bom /88 . Kishor Pandurang Baput. An improved incan 

descent electric bulb . 


3 clalms 


ALTERATION OF DATE 
162129. Ante dated to 3rd October, 1981. 
(309 / Cal / 86 ) . 
162130 . Ante dated to 21st December, 1983, 
( 673 /Cal /87 ) . 


A mothod for purification of human leukocytic interferon , 
comprising the steps of precipitating native proteins with 
ammonium sulphate , separating the protein precipitate , dis 
solving the separated precipitato , and gel filtering the end 
product, wherein , the precipitate is dissolved in buffor hav 
ing a pH value in the range from 2 . 5 to 9 .0 and contain 
ing dişaggregating agent such as hercin described and the 
samo butler is applied to the column, prior to gel filtration , 
in an amount of 3 to 5 per cent of the colunin volumo. 

Compl. Speci). 10 pages . Drg. pil. 


COMPLETE SPECIFICATION ACCEPTED 


162116 


Notice is hereby given that any person interested in oppos 
ing the grant of patents on any of the applications concern 
ed , may, at any tinic within four months of the date of 
this issue or within such further period not exceeding one 
month applied for on Form 14 proscclbel under the Patents 
Rules, 1972 before the expiry of the gald period of four 
months , give notice to the Controller of Patents on the pres 
cribed Form 15 , of guch opposition . The written statement 
of opposition should be filed along with the said notice or 
within one coonth of its dato as proscribed in Rule 36 of 
the Patents Rules , 1972 . 


CLASS : 62 - E . 
Int. CI. D 06 f 25 / 0% . 

MATERIAL TREATMENT APPARATUS , 


Applicunt & Inventor CYRIL JOHN WILLIAMS, OF 23 
BORROW STREET, FREELING , STATE OP SOUTH 
AUSTRALIA . 


" The classifications given below in respoct of each spe 
cification are according to Indian Classifcation and Inter 
national Classification ." 


Application No. 766 / Cal /84 filed October 31, 1984, 

Appropriato office for opposition proceedings (Rdo 4 , 
Patents Rules , 1972 ) Patent Ofice, Calcutta . 


8 claims 


A limited number of printed copies of the specifications 
listed below will be available for sale from tho Government 
of India Book Dopot, 8 , Kiran Sankar Roy Road , Calcutta , 
in due cour86 . The price of cach spocification is Rs. 27 
( postago extra if sont out of India ) . Rcquisition for the 
supply of the printed specifications should be accompanied 
by tho number of the specifications as shown in the follow . 
ing list. 


Typed or photo copies of the specifications together with 
photo copies of the drawings , if any, can be supplied by the 
Patent Office, Calcutta on payment of the prescribed copy 
ing charges which may be ascertained on application to that 
office . Photo copying charges may be calculated by adding 
the number of pages in the specification and drawing sheets 
mentioned below against each accopted specification and 
multipling the same by four to get the charges as the copy 
ing charges per page are Rs. 4 / 


Materlal treatment apparatus, said apparatus con lag 
a bowl or container, characterised by means to impart to the 
lowl or container an Oscillatory vertical motion, ard rotin 
lient means attached to the periphery of the bowl or con 
tainer, the resilient means comprising a plurality of rai 
llent straps extending from the bowl to a supporting strut 
ture , sald resilient straps extending axially and inctivat 
around the bowl in the same direction and suspending the 
bowl or container in such a way that the Oscillatory motion 
is converted into a combined part rotary and artica ? 
oscillatory motion by the suspension means. 

Compl. Specn . 12 pages . Drgs. 2 sheets. 


CLASS : 

162115 
Int. a . C 07 & 17 /00 . 

METHOD FOR PURIFICATION OF HUMAN LEUKO 
CYTIC INTERFERON . 


Applicant : VSESOJUZNY NWUCHNO - ISSLEDOVA 
TELSKY INSTITUT OSOBO CHISTYKII BIOPREPARA 
TOV, OF LENINGRAD , ULITSA PUDOZHSKAYĄ , 7 , 
USSR . 


CLASS : 55 -D2; 60X , 

162117 
Int . Cl. A 01 a 9 /02. 

PROCESS FOR PREPARING AN INSFCTICDAL 
COMPOSITION . 

Applicant : CHINOIN GYOGYSZER -ES VEGYESZBTT 
TERMEKER GYARA RT. OF 1 - 5 , TO UTCA , BUDA 
PEST IV , HUNGARY . 
Inventors 1. DR . RUDOLF SOOS. 

2 . DR . REZSO KOLTA , 
3. MRS. GANOVSZKY NEE JOLAN GERGELY, 
4 . DR . EVA SOMFAI, 
5 . DR , GYULA ERDOS , 
6 . DR . AGNES KONEZ, 
7 . MR. ISTVAN KECSKEMETI, 
8. DR . JOZSEF BOZZAY. 
spplication No. 814 / Cal /84 filed November 27, 1984. 

Appropriate office for opposition proccedings (Role 4 . 
Patents Rules, 1972 ) Patent Office, Calcutta . 


Laventors : 

1. ANATOLY MIKHAILOVICH PIVOVAROV, 
2. LEONID PAVLOVICH KOROBITSKYN , 
3. VLADIMIR ARTEMOVICH PASECHNIK , 
4 . JURY PETROVICH ZEROV , 
5 . SVETLANA VLADIMIROVNA SHATININA, 
6. ALEXANDR KOLOSOVICHA PASHKOVSKY. 
7. NATALYA ANATOLIEVNA SCHEGLOVA . 
8 . ANATOLY PLATONOVICH SHARAPOV , 

9. VLADIMIR ALEXEEVICH UDOVCHENKO . 
Application No . 743 / Cal /84 filed October 23, 1984 . 
Appropriato office for opposition proceedings (Rule 
Patents Kules, 1972 ) Patent Office, Calcutta . 


10 claims 


Process for preparing an insecticidal composition compris 
ing admixing at least one pyrethroid compound as active 
ingredient and optionally further active ingredient (o ) and 
additive ( 8 ) such as horein described characterized in that 
the composition comprises as photostabilizer and as pyper 
gistic component 


, 
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a bonzoic acid derivative ofthe general formula 1 of the accom Ipplication No . 389 / Cal /85 filled May 22 , 1985. 
panying drawing, 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office , Calcutta . 


6 claims 


COOR 


A method of purifying a contaminated protein or peptido 
product produced by rDNA technique, characterized in that 
the contaminated product carrying hydrophobic contami 
Danty which are charged and originate from the microbial 
cloning host employed is purified from said contaminants by 
electroscparation . 

Compl. Specn . 12 pages. Dīgs. 3 sheets . 


162120 


- (CH2 ). 


CLASS : 
Int. Cl. ( 10 c 1 /00 . 


- C2 


webcin R is hydrogen ; C1- 20 alkyl; C2-s alkenyl; a group of 
the gcncral forinula - [(CH2n ) O ] m H where m is 2 to 4 ; or a 


PROCESS FOR THE PURIFICATION OF TAR OF 
HIGH - TEMPERATURE CARBONIZATION OF BROWN 
COAL . 


group of the gameral formula Il X and Y are hydrogen , halogen , 
nitro or C -4 alkyl and n is Ostu 6 , which comprises admixing 
sald pyrethroid compound(s ) with said compund of formula I, 
in the ratio of 0 .01 - 10 parts by wight of the compound of for 
mula I per part of pyrethroid compound (s). 

Compl, Specn . 29 pages. Drg . 1 sheet. 


Applicant : VEB GASKOMBINAT SCHWARZE PUMPE , 
OF 7610 SCHWARZE PUMPE , PAUL -HORNING -RING , 
GERMAN DEMOCRATIC REPUBLIC . 
Inventors ; 1. DR . BERND BUTTKER , 

2. REINER DOREFELD , 
3. DR . KARL SOCHER , 
4. DR . HANNES KUNERT, 
5. WILLY SCHOLZ . 


162118 . 


Class . 64 - B . 
jot a . F16 d 1/10 . 


ROD COUPLING FOR OIL WELL SUCKER RODS 

AND THE LIKE." 


Application No. 601 / Cal /85 filed August 20 , 1985. 

Appropriate oſlice for opposition proceedings (Rule 
Patents Rules , 1972) Patent Office , Calcutta . 


4 , 


3 claims 


Applicant : RUDDY MELVIN BOWERS , OF 11385 NAYS 

HON COURT, CYPRESS , CALIFORNIA 90630 , 
UNITED STATES OF AMERICA , 


lavcntor : 


Application No. 331 / Cal/85 filed April 30 , 1985 . 


Appropriate olllcc for oppositions proceedinge (Rule 4 , 
Patents Rules. 1972 ) Patunl office , Calcutta . 


A process for purification of targ of high temperature 
carbonization of brown coals , specially of miocenic brown 
conly , with dust contents of 3 - 15 % in the continuous ope 
ration at simultaneous increase of thermal stabilty of the 
tars, wherein the main quantity of the dust and agh contents 
ale separated from tho said tara by means of horizontal 
spirital centrifugey with a length to diameter ratio of at least 
4 at temperatures from 80 - 100 : C , a long time thermal 
trcatment between 120 and 240 hours results in 1 accond 
step after heuting up to approximately 90 - - - 150 ? C , whereby 
the formed products of polymerisation and polycondensation 
(aging products ) deposit on finc grain and originally not 
Sediinenting dust and ash particles still present in the tar and 
subsequently a sedimentation of tho solld particles enlarged 
by deposited products results which is separnted . 

Compl. Spccn . 9 puges. Drg. 1 sheet, 


5 Claims. 


A coupling for joining solid reciprocating sucker rods to 
com a rod string in a well pump or the like coinprising. 


u unitary metal sleeve having an axial threaded bord and an 
irregular outer surface, and 


A homogencous and non - fibrous coating on said siceve over 
said outer irregular surface providing an externally substan 
tially cylindrical coupling, suid coating comprising a flexible 
and abrasivo resistant ihermoplastic hydrourethane polynie 
former on said irregular outcr surface of said sleeve while 
in the molten statc . 

Compl. Specn . 8 pagus . Drg . Sheet. 


CLASS : 146 -C . 

162121 
Int. Cl. G 12 b 1 / 00 . 

A SURFACE ACOUSTIC WAVE SIGNAL FREQUENCY 
APPARATUS. 


CLASS : 55-59. i 55-H . 

162119 
Int. C1. C 07 < 103 / 52 ; C 077 / 00 ; A 61 k 23 /00 . 


Applicant : SCHLUMBERGER LIMITED , AT 277 
PARK AVENUE. NEW YORK 10172 , U . S . A . 

Inventor : 1. BIKASH KUMAR SINHA , 2 . MICHEL 
GUILLOUD . 

Application No. 1197 /Cal/ 83 filed September 29, 1983. 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) Patent Office, Calcutta . 

8 claims 


A METHOD OF PURIFYING A CONTAMINATED 
PROTEIN OR PEPTIDE PRODUCT PRODUCED BY 
RDNA TECHNIQUE . 

Amplicant & Inventor : STEFAN SVENSON , OF BRAT 
TNBVAGEN 12 , S -122 43 ENSKEDE , SWEDEN . 


A surface acoustic wave signal frequcncy apparatus com 
prising crystaline diapbragm section of piczoelectric mate 
rial characterized by : 
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a curvilincar outer surface and a cui viliuear inucr surface, 

9 . Claims 
wherein ; 

411 apparatus for heat cxchange , which is provided , in 
ono of said outer and inner surfaces is capted for sub 

housing with a multiplicity of vertical heat exchanger 
jcction to an applicd pressure and the other of said outcr 

tubes which ulc situated in a parallel position between af 
and inncr surfaces has at least a first area thereof having in lipper and a lower tube plate and through which impure 
sclccted orienta ion and being adapted for the fabrication of 

Wilste gas flows, characterized in that a rinsing chamber . 
a surface acoustic wavo device , and at least a second area 

which can be fed with a cleming fluid and which extends 
thereof having an orientation substuntially identical to the 

in the manner of it hood over a number of heat exchanger 
oricntation of said first area and being adapted for the fabri 

libcs , is arranged to be pressed with a hermetic effect against 
cation of it surface acoustic wave device . 

the upper tube plate , 
a irst portion of said diaphragm section between sail Compl. Specn 13 pages. 

Drgs. ? sheets , 
Surfaco adapted for subjection to an applierl presyure and 
said first area having a first predetermined thickness ; and 

CLASS : 206 -E . 

162124 
a second portion of said diaphragm section between said 
surface adapted for aubjection to an applicu pressuje and 

Int. CI. : H 03 k 3 ; 64. 
said second area having a second predetermined thickness 
different than said first predetermined thickness . 

A COMMUNICATION SYSTEM CONNECTING A 
Cumpl. Specn , 49 pages. Drgs. 12 pages. 

PLURALITY OF REMOTE STATIONS USING BYPASS 
CONTROL 


CLASS : 131 - B , 1. 

162122 
Int. CI. F 21 b 3 / 00 , 9 / 00 ; E 21 c 1 /00 . 

APPARA IUS FOR SPRAYING THE BITS AND /OR 
THE FACING WITH PRESSURIZED LIQUID AS WELL 
AS APPARATUS FOR PERFORMING THIS PROCESS , 


Applicant : THE BABCOCK & WILCOX COMPANY . 
AT 1010 COMMON STREET, P . O . BOX 60035 , NEW 
ORLEANS, LOUISIANA 70160), UNITED STATES OF 
AMERICA 


Inventors : 1 . SATISH 
DOLSEN , 3 . GORDON 
1 . UREN . 


CHANDRA, 2 . PHILIP C 
R . HAMMON , 4 . WILLIAM 


Applicaut : VOEST -ALPINE AKTIENGESELLSCHAFT, 
OF A - 1011 VIENNA, FRIEDRICHSTRASSE 4 , AUSTRIA . 


Application No. 1394 ! Cal /83 filed November 14 , 1983 . 


4 , 


Approprinte offlcc for opposition procedings ( Rule 
Patents Rulcs . 1972 ) Patent Office , Calcutta . 


Inventor : 

1. HERWIG WRULICH , 
2 . ALFRED ZITZ , 
3. OTTO SCHETINA , 

4. FRANZ SCHOFFMANN . 
Application No. 214 / Cal/ 84 filed March 30, 1984 . 

Approprinte oflica for opposition proceedings ( Rule 
Patents Rulcs, 1972 ) Patent Office , Culcutta . 


4 , 


6 Claims 
communication system whcien signal is transmitted 
by means of high frequency hits to a plurality of stations 
connected in series in a communication loor, and means 
for bypassing and unbypassing a particular one of maid 
stations comprising means for generating i D . C . pulo of 
forward or reverse polarity in the station next preccoding 
said particular station , and means under the control of said 
D . C . pulses in said partiicular station operative to bypass 
tbo station by a forward polarity D . C . pulso and to un 
bypass the station by a reverse polarity D . C . pulse . 
Compl. Specn . 9 pages. 

Drg . 1 sheet 


6 claims 


CLASS : 31- C . 


162125 


All upparatus for intermittently supplying a cooling fluid 
to a cutting bit of a mining machine and to a mino face 
comprising a cutting arm having a non -rotating axial fluld 
supply boro , & plurality of first radial bores extending from 
tho axial fluid supply and positioned in an arc , a rotating 
cutting axial fluid supply and positioned in an arc, a rotating 
cutting head having at least one second radial bore leading 
to a discharge port for directing cooling fluid to the minc 
face , the first radial bores being positioned in un arc about 
the supply bore , said arc corresponding to a contact area of 
tho cutting head against tho mino face , the second radial 
bore being positioned such that on rotation of the cutting 
head the second radial bore allgng sequentially with the first 
radial bore , thereby imparting a pulsating fluid flow in an 
arcuate area corresponding to the mine face being cut. 

Compl. Specn . 10 pages . Drgs . 2 shoets. 


Int. Cl. : H 01 1 7 /00 . 

METHOD OF MANUFACTURING A COMPOSI 
TIONALLY VARIED MATERIAL , 


Applicant : ENERGY CONVFRSION DEVICES, INC .. 
OF 1675 WEST MAPLE ROAD , TROY , MICHIGAN 
48084 , UNITED STATES OF AMERICA . 

Inventor : 1. STANFORD ROBERT OVSHINSKY . 
Application No. 1168 /Ca1 /83 filed September 24 , 1983 . 

Appropriate office for opposition procedings (Rulo 4 . 
Patents Rules , 1972 ) Patent Office . Calcutta . 


CLASS : 98 -G . 


162123 


Int. CL : F 28 d 7 / 00 . 

APPARATUS FOR HEAT EXCHANGE. 

Applicant : GEA LUFTKUHLERGESELLSCHAFT HAP 
PEL GMBH & CO ., OF 4630 BOCHUM , FEDERAL RE 
PUBLIC OF GERMANY , 

Inventors : 1. KIEMENS RUFF, 2 . WINFRIED VOGES , 


19 Cluims 


A method of inanuiacturing & compositionally varied 
material having a wide range of applications as, hertin 
described , tho method comprising : 


Application No . 328 / Cal/ 84 filed may 14 , 1984 . 

Appropriate office for opposition procedings ( Rule 
Patents Rules , 1972 ) Patent Office , Calcutta , 


forming by methods described herein a natrix front 

a first atom or atoms or groups of atons, said first 
atom or atoms or groups of atoms possessing a 
first set of physical properties ; 


4, 
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- - - - - - - - - - - - - - - - 
introducing into said matrix as hercin described a C LASS : 16 - 0 

162127 
second atom or items or groups of atoms possessing 
a second set of physical properties, at least one Int. CI. : GUT 7 /10 . 
property of said second set differing from a corres . 
ponding properly of Said first atom or atonis or A LIQUID BULK VINDING APPARATUS. 
groups of atoms; i11d 

Applicant : RAM PRAKASH ANEJA , RAJGHARIA 
interacting i herrin described said second aton or MANSION , 11 / 1 RAWDON STREET, CITY OF 

atoms or group of atoms with yuid first atom or CALCUTTA , STATE OF WEST BENGAL, INDIA 
atoms or group of atoms 10 form in said matrix 
1 spatial pattern of Substantially atomic size in at Jnventors ; 1. PRITIDAS BABANI RAUT, 2 . MUTHU 
least one diarnension thercof and at le:ust onc non SAMY SUNDARAMURTHY , 3 . GONTU BYRAGI BAS 
Equilibrium disordeded local environment , the rela KARA RAO , 1. YELAHANKA KESHAVAMURTHY 
tionship between said first matrix and vald flest PRASANNA , 
and second atoin , atoms or groups of atomy Ciliging 
at least onc pl ; sical property of tho first toin , Application No. 25 / Cal/ 84 filed January 10 , 1984 . 
atoms or group of tons to couple with or decouple 
from it corresponding property of the second atom , Appropriate oilice for opposition proceedings (Ruko 4 , 
toms or groups of atoms to form said composi 

Patents Rules , 1972 ) Patent Office , Calcutta , 
tionally varied material, 

7 Claims 
Cookpl. Spocn . 29 pages. 

Drg . i shcet. 

A liquiú bulk vending apparatus comprising : 
? LASS : 48 -6 - 141- F 

162126 

a Vessel for the liquid ; 
fnt. CY. : F276 21 /00 - 1 27 J 17 /00. 

all electric prohe assembly litted to one end of the 

vessel; 
AN IMPROVED METHOI) FOR SINTERING IND 
IN IMPROVED APPARATUS FOR THE SAME . 

said it sembly comprising at Icast two probes, one a 

low level probe cxtending to the level of the liquid 
Applicant : SUMITOMO HEAVY INDUSTRIES , L ID ., 

when the apparatus is not under operation and the 
OP 2 - 1, 2 - CHOME, OHTE -MACHI, CHIYODA-KU , 

other high level probe extending to the level of the 
TOKYO , JAPAN , 

predctermined volume of liquid to he vended ; 
Tavcntory : . TAKASHI TUTAKUCHI. 2 . KIYOFUMI in electro -noguelically operable valve in the inlo 
NAKAMURA , 3 . YOSHIMASA SATO , 4 . TOSHIO 

to the vessel from a bulk container and a second 
ISUKUDA , 5 . HIRUYUKI SHIRAISHI, 

Llectro -magnetically operable valve in the outlot of 

the said vessel; 
Application No. 1425 / Cal/83 file Noveniber 18 , 1983. 

the two probes being connected in control Circuits of 
Appropriate Ollico foi opposition proccchings (Ruilet , 

thç inlet valve and the outlet valve ſur effecting 
Patents Rules, 1972 ) Patent Ollicc , Calcutta . 

thcir opening and closure , 
12 Claims Compl. Specn . 7 pages . 

Dig i siect 


An improved method for sintering a charge mixture of 
22 . solid fuel and flux l : means on -strand type sintering 
apparatus ( 20 ) which includes ; il sintering zonc having a 
plurality of wind bures ( 10 ) and a cooling zone extending 
Jount downstreanı of sairt sintcring zone and having a plurali.. 
ly of wind boxes ( 16 ) , comprising : 


CLASS : 33-D). 

162128 
Int. ( 1. : B22c 5 / 00 . 

PROCESS FOR THE TREATMENT OF FOUNDRY 
SANDS ESPECIALLY FOR THE RECOVERY OF 
CHROMITE AS WELL AS PLANT INSTALLATION OR 
THE FULFITMENT OF THE PROCESS . 


in first step of exchanging the heat of still hot waste 

gases coming from the wind boxes ( 164 ) belonging 
to both the intermediate stage and at least a portion 
of the final stage of said cooling zove with cold 
water to Teculer said heat thçrely to heat said coll 
waler into bot ater ; ind 


it second step ol exchanging the heat of the hot waste 

gases coming Jirectly from the winil hoxes ( 103 ) 
belonging to il mixed zone consisting of the final 
stage of said sintering zone and the front stage of 
said cooling zone with the hot water , which has 
beçn hcated at the first-nuined heat exchanging slep , 
10 recover the second -named heat thereby tu heat 
said hot water into scanı; 


Applicant : ( ENTRE STEPHANOIS DE RECHERCH 
ES MECHANIQUES HYDROMECHANIQUE ET FROT 
TEMENT, RUE BENOIT FOURNEYRON , SOUTH IN 
DUSTRIAL ZONE, 42166 ANDREZIEUX BOUTI EON , 
FRANCE . 

Inventors : 1. MONSIEUR BATTLE GARBIEI. 2 . 
MONSIEUR BONNEL YVES. 

Application No. 213 /Cal/ 85 filcu March 22 , 1985 . 


Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) Patent Office , Calcutta . 

12 Claims 


whereby the heat generated by the sintering action o 

a charge mixture of ore . solid fuel and flux can be 
efficieutly recoveu us said steam from sinteied 
orc product, and whereby sulfur oxides , which are 
Curied in the hot wit to see huving pissed through 
both the wind hures 1103 ) belonging to the final 
Stage (of said sintering zonc ard to the front stage of 

aid cooling zenc, can be maintained at a relatively 
High tempraturu ciu ! 11 the seconi- named hent ex 
chunging stop by the lot water , which has recovered 
the heat of said still hot waste gases , so that said 
sulfur oxidcs can be prevented from condensing in 
the form of droplets of sulfuric acid while ensuring 
substantially corrosion - frcc operation of the sçcond 

name heat exchanging stop . 
Compl. specn . 26 pages . 

Drg . 4 shects 


Method of trcalment of uscd foundry sands , the coat 
ment comprising recovery of expensive chromito from silica , 
characterized in that after the molding of the picces and 
their removal from the molds which have been brokcn ult, 
the mixturc resulting from the stripping off is recovered in 
2 first cycls , and stored . then forwarded from the storage 
location to an intermediary container , said mixture being 
passed from thọ intermediary container to a granulometric 
separator device with sievc permitting the mixture to be 
separated in ! plurality of batches being broughtout a 
vibratory scparating table separating chromite from siia 
for cach batch , with recovery in containers of the chromite 
on the one hand and the silica on the other land, 
Compl. spec . 17 pages. 

Drg 3 sheets 


. - 
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CLASS : 62-B , C , & D 162129 Class . 32- E . 

162130 
Int. CI. : D011 11 /00, 

Int , Cl. C 08 f3/00, 3/04 - 15/ 00 . 

IMPROVED CONTINUOUS PROCESS FOR THE 
A METHOD FOR PRODUCING AN IMPROVED 

MANUFACTURE OF HOMOPOLYMERS OF ETHYLENE 
SYNTHETIC FIBER HAVING IMPROVED PROPER 

OR COPOLYMERS OF ETHYLENE WITH AT LEAST 
TIES . 

ONE 4 -OLEFIN , 


Applicant : CRUCIBLE CHEMICAL COMPANY , AT 
PERIMETER ROAD , DONALDSON CENTER , P . Q . 
BOX 29606 , GREENVILLE , SOUTH CAROLINA 29605, 
UNITED STATES OF AMERICA , 


Applicant : SOCIETE CHIMIQUE DESCHARBONNA 
GES S . A ., OF TOUR AURORE -PLACE DES REFLETS , L 
92080 PARIS LA DEFENSE , CEDEX 5 , FRANCE , 


Inventors : 1 . ROBERT BUCHANAN WILSON , 


Application No. 309 /Cal/ 86 filed April 21, 1986 . 


Inventors : 

1. MACHON JEAN -PIERRE , 
2 , BUJADOUX KAREL , 

3. RISBOURG VICTOR . 
Application No. 677 / Cal/ 87 filed August 27 , 1978 . 

Division of Application No . 1558 / Cal /83 dated 21st 
December, 1983. 


Division of Application 
October , 1981, 


No. 1112 /Cal / 81 


duted 3rd 


Appropriate office for opposition proceedings ( Rule 4 . 
Patonts Rules , 1972 ) Patent Office, Calcutta . 


Appropriate office for opposition proceedings 
Patents Rules , 1972 , l atent Office , Calcutta . 


(Rule 4 , 


3 Claims 


having improveeristics 
, alea reducided 
tone 


8 Claims 


A wethod for producing an improved synthetic fiber 
having improved properties consisting of reduced heat 
history characteristics , reduced degree of crystallinity , capa 
bility belog texturized at a reduced temperature and capability 
of absorbing dye at a reduced temperature comprising 
applying in a manner as described herein to the fiber to a 
pick -up or 0 .4 - 0 .75 % by weight of a composition compris 
ing cyclo - aliphatic diester of the formula shown in Fig . 4D 
of the accompanying drawings , 


wherein R is straight or branched chajn alkly of 4- 20 carbon 
at oms, polyoxyalkylene of the formula HO (CH2 CH2O )n CH2 
CH2-, HO (C3HO) n CzHoa - , HO (CH2CH2O ),p (C3H6) 
C : Ho or HO ( C3H60p (C2H40 ) C2H4 - or phosphated 
polyoxyalkylene, wherein n is 2 — 22 and the sum of pt- 4 
is d ; a high boiling aromatic ester of the formula Ar COO -R1 
1 -QOCAr or ArCOOR2, wherein Ar is a monocyclic aryl 
of up to10 carbon atoms; Rj is alkylene of 2-8 carbon atoms or 
polyoxyalkylene of the formula - Cr Hyr (O - CrH2r)s in which r 
is 2 or 3 and s is up to 19 ; and R2 is alkyl or alkenyl of 8 - 30 
carbon atoms; and a dyelovelling agent of the formula R3CO 
ORA, wherein R4 is an ethoxylated alkylphenol residue of the 
formula shown in Fig. 3C of the drawings, 


ed alkylph the formula 18-30 


Continuous process for the manufacture of homopolymers 
of cthylene or of copolymers of ethylenc with at least ono 
cc -oleline containing from 3 to 8 carbon atoms, comprising 
in succession : 
( 11 ) a first stage for homopolemerising ethylene or ( co ) 

polymerising cthylene with at least one ac -olofin 
at a temperaturg of between 180 and 320 : C , at a 
pressure of between 300 and 2 ,500 bars , in the 
presence of a catalytic system comprising at least 
one halogenated compound of a transition metal 
from groups IVa. to VIA of the Periodic system 
and at least one activator selected from the hydrid 
69 and the organomctallic compounds of 
metals of groups I tu III of the Periodic system , 
the inolar ratio of the activator to the transition 

metal compound being between 1 und 10 , 
( b ) a socond stage for scparating the homopolymer Oi 

( co ) polymer formed from the unreacted mono 

mer ( s ), at a pressure of between 100 apd 500 bars . 
( c ) a third stage for recycling the unreacted mono 

mer ( s ) , and 
( d ) a fourth stuge for recompression upto tho poly 

merisation : 001 polymerisation prcssures . ( 300 to 

2 , 500 bars ) . 
characterised by introducing by means known per te into 
the rcaction mcdium at the end of the first stage , at least 
onc composed selected from monoketones containing from 
3 to 10 carbon atoms, diketones containing from 4 to 
11 carbon atoms. monoalcohols containing from 1 to 14 
carbon atoms, polyaicoliols containing from 2 to 10 carbon 
atoms and water, the molar flow rate of the said 
compound being between 0 .5 and 6 times the atomic 
flow rato of the transition metal or inctuls of the catalytic 
system , introducing, additionally , during the second and / or 
the third stage, into the stream of recycled monomer ( 6 ) 
and , whçre applicable , of the ( co ) polymers formed , at 
leust one compound selected from : 

the amides of saturated or unsaturated organic acids 

containing from 12 to 22 carbon atoms, 
polyalkylenc polyols containing from 4 to 500 carbon 

atoms, 
compounds duch as he reindescribed containing at least 

2 ipoxide functions , 


Занян ( 5 - оснас на » , cha cha 


noChiz 


(CH2 ), COOR 


COOR 


a is 0 - 12 and bis 1- 24 or an ethoxylated alkanol residuo of 
the formula CH , (CH2). - -( CH CH20 ) CH2CH2-, c is 7-22 
and d is 1 -24 and wherelo Rz is linear or branched alkyl of 1-21 
carbon atoms, phenyl or tolyl , wherein the ratio of cycloallpba 
tic dlestre to high boiling aromatic cster is 0 . 1 : 1 to 2 : 1 
where in the combination of cycloaliphatic diester and high 
boiling aromatic ester constitutes 10- 90 % by weight of the com 
position and texturing the thus-coated fiber at 180 -230° C . 


wherein the quantity of said compound , introduced 

during 500 second and / or third stagc, is between 
0 . 001 and 0 . 1 mole per tonne of recycled mono 

mer ( s ) , 
Compl. specn . 20 pages. 

Drg. 2 sheets 


Compl. Spçon . 


41 pages. 


Drg. 2 sheets. 
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CLASS : 116 G 

162131 
Int. Cl. : F 15 d 1 /02 . 

DEVICE FOR THE ACCELERATION OF SOLD 
PARTICLES ENTRAINED IN A CARRIER GAS . 

Applicunt ; ARBED S . A , OF AVENUE DE LA LIBER 
TE , L -2930 LUXEMBOURG . GRAND -DUCHY LUXEM 
HOURG . 

Inventors : 1, FRANCOIS SCHLEMIER . 2 . CLEMENT 
HURTON , 3 . ANDRE BOCK , 4 . JEAN PECKELS . 

Application for Patent No. 155 /Mas /84 filed on 12th 
March , 1984 . 

Appropriute office for opposition proceedings (Rule 4 , 
Patent Rules , 1972 ) Patent Office Branch , Madras-600 002 . 


Applicant & Inventor : ( 1 ) KOCHUZHATHIL MATHEW 
THOMAS AND ( 2 ) KOCHUZHATHIL THOMAS 
MATHEW , BOTH OF 46 DACOSTA LAYOUT, COOKE 
TOWN , BANGALORE 560 084 , KARNATAKA , INDIA , 
INDIAN NATIONALS. 

Application No. 304 /Mas / 84 hled April 28 , 1984. 
Complete specification left on 29th April, 1985. 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office , Madras Branch . 


7 claims 


A process of manufacture ut coconut pith 
members such ns boards or panels, comprising : 


structural 


7 Claims 
A device for accelerating solid particles entrained in 
al carrier gas, through a duct, the carricr gas adapted to 
flow at subsonic spoeds, said duct comprising an exit section 
terminating at an opening , the said cxit section of said 
duct has an initially converging cross -section to a construc 
lion point ng herein beforo described whereupon said exit 
section cross -sectioui diverges to said opening, the interior 
Cross -section of suid exit section varying froin a nominal 
villue to a larger valud over at least 5 meters upstream frum 
said opening whereby the velocity of said carrior gas in 
creases at a ralc us herein describe and whereby the velocity 
of said solid particles substantially appronches ih , velocity 
of said carrier gas at sad opening . 
Compl. specn . 19 pages . 

Drg . 2 sheet 


the steps of spraying or mixing cleaned dry coconut 

pitch with an aihesive such as urea formaldehydo to 
yield a furnish ; 

forming the furnish into mats of uniform thickness ; 
prossing the mats with the application of heat by a 

hot press for a period of 20 to 35 minutes under a 
pressure of 500 to 1000 tons and temperature of 

110°C to 200°C to yield cured boards or panola ; 
Cooling the cured boards or panels before trimming tho 

same to the desired sizes ; and 
abrading the sides of the boards or panels , if necessary , 

to provide a smooth surfaco finish . 
Provisional specn . 9 pages . 

Drg. Sheet Nu 
Compl. spccn . 11 pages, 

Drg . Sheet NI 


162134 


CLASS : 185 A & C . 
Int. Cl. A 23 f 3 / 00 . 


I ROTORVANE CONDITIONER FOR TEA LEAVES 
AND RECONDITIONED TEA DUST . 

Applicant : CHIRANJILAL HARIPRASAD , 239 , 
MOWBRAYS ROAD , MADRAS-600 018 , TAMIL NADU , 
INDIA , INDIAN NATIONAL . 

Inveutors : ( 1 ) BALAKRISHNA SIVARAM AND 
12 ) SUNDARAM RANIASWAMY . 

Application No . 320 /Mas /84 filed May 2, 1984 . 
Completo specification left on 2nd August, 1985. 

Appropriate office for opposition proceedings (Rulo 4 , 
Patents Rulcs 1972 ) Patent Office , Madray Brunch , 


CLASS : 145 F & 155 C 

162132 
Int. CI. : D06 m 11 /00 , 13 /00 . 

A PROCESS OF MANUFACTURE OF COCONUT 
PITH SHEETS. 

Applicant & Inveptor : KOCHUZHATHIL MATHEW 
THOMAS AND KOCHUZHATHIL THOMAS MATHEW , 
BOTH OF 46 DACOSTA LAYOUT COOKE TOWN , 
BANGALORE 560 084 , KARNATAKA , INDIA , INDIAN 
NATIONALS. 

Application No. 303 /Mas / 84 filed April 28 , 1984. 
Complete specification left on 29th April , 1985 . 

Appropriate office for Opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) Patent Office , Madras Branch , 

7 Claims 
A process of manufacture of coconut pith sheets compris 
ing : 

the steps of spraying or mixing cleaned dry coconut 

pith with CNSL adhesivo to yield a furnish ; 
the said adhesive being prepared by polymerising CNSL 

with phosphoric acid and neutralising with calcium 
hydroxido and adding paraformaldehyde and hexa 

mine to the neutraliscd polymer ; 
forming the furnish into mats of uniform thickness; 
pressing the mats without application of heat to yield 

cured shocts; 
triniming the sheets to the desired sizes and abrading 

the sides of the shoets, if necessary , to provide a 

smooth surface furnish . 
Provisonal specu . 7 pages . 

Drg . Sheet Nil 
Compl. speen . 9 pages 

Dry Sheet Nil 
CLASS : 145 D & ( & 1550 

162133 


3 claims 
A rotovane conditionçr for the leaves and reconditioned 
tea dust comprising : 

a rotorvano Indirune, at the outlet of which is provided 

a stationary sleve ; 


a truncated conc movable mounted axially on tho shaft 

of the mauit: ne, the inner periphery of the sleevo 
having a grooved undulating surfacu while the exter 
nal periphery of the code also has a g10oved surface ; 


means such as hercin described for moving the cone on 

the shaft exially in either direction to a desired posl. 
tion and arresting the same threat , to enable the 
space between the cxternal periphery of the cono and 
thc undulating surface to be predetermined , whereby 
the leaf und dust entering the said space arc simulta 
neously subjected to a asserting effect and intimate 
mixing, resulting in the discharge of a mixture of 
leaf and dust cl uniform consistency from the Iceve . 


Int. Cl. : 021 ; 1 / 00 , 3 / 00 . 

A PROCESS FOR THE MANUFACTURE OF COCO 
NUT PITH STRUCTURAL MEMBERS . 
2 - 7GT/R8 


Provisional specification 4 pages . Drgs. vii . 
Complete Specification s pogos ; Drgs. sheet uil . 
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CLASS 129-F . 


162135 


162137 


CLASS : 32 F 3 C, D . 
Int. Cl : C 07 • 27 /00 , 35 / 00 , 49 / 26 . 


Int. Cl. 23 f 17 / 00 . 

A MACHINE FOR CUTTING THE TEETH OF A 
RACK 


Applicants & laventors . ARTHUR ERNEST BISHOP, 
AN AUSTRALIAN CITIZEN , OF 17 , BURTUN STREET, 
MOSMAN , NEW SOUTH WALES , COMMUNWEALTH 
OF AUSTRALIA AND KLAUS JUERGEN ROESKE , A 
WEST GERMAN CITIZEN , OF 54, PONYARA ROAD , 
BEVERLY HILLS, NEW SOUTH WALES , COMMUN 
WEALTH OF AUSTRALIA . 


A PROCESS OR THE CONTINUOUS PREPARA 
TION OF THE MIXTURES OF CYCLOALKANOLS AND 
CYCLOALKANONES. 

Applicant : BASF AKTIENGESELLSCHAFT, A GER 
MAN JOINT STOCK COMPANY ORGANISED AND 
EXISTING UNDER THE LAWS OF FEDERAL REPUB 
LIC OF GERMANY OF D -6700 LUDWIGSHAFEN , 
FEDERAL REPUBLIC OF GERMANY . 


Inventor : 1 . JUERGEN HARTIG , 2 . GUNTER 
SCHUCH , 3 . ARMN STOESSEL , 4 . GUNTER HERR 
MANN , 5 . ARTHUR BRUNNER , 6 . PETER ZEHNER , 
7. OTTO -ALFRED GROSSKTNŠKY, 


Application No. 528 /Mas /84 filed July 20 , 1984 , 

Convention date : July 21, 1983; (No . PG -0399 / 83; 
Australia ) . 

Appropriato office for opposition proceedings (Rulo 4 , 
Purenis kules 1974 ), Walent Oflice , Madrus Branch . 


Application No. 570 / Mas / 84 filed on 4th August 1984 . 


Appropriate office 
l altut Kule 1972 ), 
600 002 . 


for opposition proceedings (Rulo , 
The Patent Onico Bianco , Malray 


5 claims 


S Claims 


A mubie for cutting thy teeth of a rack for a variable 
Tulo rack and pinion stoering goar cmploying a belical 
pioon having a plurality of identical teech chgaged wuh A 
rack, having some tooth gaps of varying form and angular 
(118Posilion to the rack axis said machine comprising a spin 
die quaped to carry a tool with a sugio culung tooth have 
Ing culung edges which le on the surface of a single couch 
Of silu neucal pinion , SQ11 splodle being arranged for helical 
reciprocation in a housing between IWO predecermined limits 
about a mid position in which said tool 19 directed normally 
to the plano of tho Looth of said rack , a rack holding fixuure 
and means for moving said fixturo or said hous107 Watch 
relative translatory curvilinear notion during tho culing of 
a gup of saxt rack paid motion for any one said gap being 
A part of the locus ot 991d helical poign when slid without 
l Ollion in the sano daid gap of sad rack . 

Compl. Speco . 17 pages; Drgs , 5 sheets . 


A process for the continuous preparation of the mixture 
3) Cytonka Doly by Oxlizing cyclvikanons where the moy 
is of 5 to 12 carbon atoms in tho Liquid phasc with a gas 
containing from 5 to 30 % , by volume of molecular oxy 
ged , the reminder belag inerts at a temporalure of from 
100 to 180°C and under a pressure or from 5 to 30 bar , 
wherein said gas is fed into the liquid reaction mixturo in 
a downward direction at sovoral points along the caction 
zone via nozzle apertures, 80 As that it emerges at cach 
nozzle aperture at a velocity of from 0 .01 to lm / sec in 
an amount of from 0 . 001 to 10 liters per second pr noz 
21ę upurilec iind who said reaction nixture is wereby groupon 
into substantially intorn contact with said gas containing 
molecular oxygen , over the volume of the reaction zone 
and the reaction mixture and out - gar being released from 
the roaction zone, 

Compl. Spocp . 13 pages. Drg . 1 sheet. 


CLASS : 49- E . 


162136 


162138 


Int. Cl. A 47 · 45 /07 . 


CLASS : 107 G . 
Int. Cl. ; I 02 -5 / 00 . 


A PISTON ASSEMBLY FOR AN INTERNAL COM 
BUSTION ENGINE AND A METHOD OF MAKING IT . 


Applicuut : ORIENTAL APPLIANCES ( P ) LIMITED . 

VICTORIA CHESCENT, MADRAS600 105, TAMIL 
NADU , INDIA , A COMPANY DULY ORGANISED AND 
EXISTING UNDER THE LAWS OF THE UNION OF 
INDLA . 


Applicant : AB PLC , A BRITISH COMPANY OF CAW 
STUN HUUSE , CAWSTON RUGBY , WARWICKSHIRE , 
CV22 75B , ENGLAND . 


Inventors : (! ) DUDLA SUDHAKAR (2 ) VICTORIA 
CRESCENT, 


Inventor : BRAIN LEONARD RUDDY . 


Application No 561 / Mas / 84 filed August 1 , 1987 . 


Appropriale ollico for opposition proceedings (Rule f. 
Patonts Rules 1972 ) , Patent Office , Madras Branch . 


Application No. 572 /Mas / 84 filled on August 4 , 1984 . 
Convention date 4th August 1983 . 

Approcciate Office for opposition proceedings (Rulo 4 , 
Intent Rules , 1972 ), Patent Office , Madras Branch . 


2 claims 


5 Claims 


A detachable handle for a utensil , wherçin the utensil has 
itle least one lifting lug together with at least one down 
wardly facing cavity provided at the side, comprising a seni 
ono end of which is fixed to a grip , the other end thereof 
being formed into at least one hook , whilo # art of the stem 
between the hook and the grip is formed ini ? A crook , the 
look and the crook being so spaced apart that with the 
hook lacated in the waid cavity , the lug is recoivably in the 
crook , thereby providing leverage for lifting and carrying 
the attensil by the grip . 

Compl. Specn . 4 pages; Dry . 1 slioel. 


Iu a piston asseanbly for an internal combustion engine 
wherein the said piston has at least one piston ring, the 
improvoment being that the said piston ring is made of 
known conformable non -melallic material such as known 
lought crystalline thermoplastic material, tho said piston 
ring having spring means incorporated radially between the 
innor and thercof and the associated piston ring groove and 
wheroin the expansion Pressure of tho said piston ring 
against the associated cylinder or linear is between 0 .01 to 
1. 50 Mu/ M . 
Complete Specification 24 pages 

Drgs. 4 sheets 
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162139 CLASS : 206 -E . 
Int. Cl. : B 28 b 1 / 00) & E ( 4 01/00 . 

Int. Cl. : G05 b 17 / 00 . 


162141 


A SINGLF -LNF SELECTIVE PERFORATING SYS 


TEM . 


A METHOD OF MANUFACTURE OF BRICKS FROM 
PHOSPHOYPSUM . 


Applicant : SCHLUMBERGER LIMITED , AT 277 PARK 
AVENUE, NEW YORK , NEW YORK 10172 . 


Applicant : SOUTHERN PETROCHEMICAL INDUS 
TRIES CORPORATION LIMITED , 97 MOUNT ROAD , 
MADRAS-600 032. TAMIL NADU , INDIA , AN INDIAN 
COMPANY 


Inventors : 1. ERNESTO E . BORDON , 2. JOSEPH E . 
CHAPMAN . 

Application No. 827 / Cad/ 83 filed July 2 1983 . 


K GANGA 


Inventor : GOPALKRISHNAMURTHY 
DARAN ELAMVALUTHI. 


Appropriate Office for Opposition Proceedings (Rulc 4 , 
Patents Rules, 1972 ) Patent Officc , Calcutta , 


Application No. 575 /Mas/ 84 fileul August (1, 1984 , 


13 Claims 


Appropriate Office for Opposition Procedings (Rule 4 , 
Patents Rules, 1972 ) . Patent Office , Midras. Branch . 


A single -line selective perforating system for selectively 
detonating the churges in a plurality of firing modules, one 
itt a time, comprising : 


4 Claims 


( a ) a control unil operutively connected to the modules 
by a single firing line which carries both power and con 
trol signals between said control unit and the modules ; and 


A incthod of manufacture of bricks from phosphogypsum 
Comprising the steps of calcining phosphogypsum 
in u dry state at a temperature of 150°C lo 170°C for 1 to 
1 hours to reduce the same to itu hemihydrate from cha 
racterised by adding 0 .05 % to 3 . 5 % of a retarder consist 
ing an organophosphonate compound to the calcinated phos 
phogypsum beforo grinding tho samc; mixing tho resulting 
ground mass with 50 % - 60 % water together with upto 
33 % of phosphogypsum dihydrato and upto 50 % of sand , 
and casting the same in moulds to the desired shape , be 
fore drying the same. 


(b ) a plurality of selectable firing modulcy vertically con 
nected one to another to form an elongated assembly guit 
able for lowering into a well borehole , thc asembly in 
cluding said control unit . with cach module , 


( i ) containing at least onc charge and where cach module 
is adapted to be automatically connected one at a time to 
the firing linc in a predetermince sequence to receive power 
therefrom , and 


ompl. Spec . 


parus . 


( ii ) in response to receipt of power on the firing line , is 
adapted to internally generate a module active time interval 
during which the module and its charge may be selected 
for firing by sach control unit, cach modulc not selected 
for fring during its active time interval automatically con 
necting the firing line to the next module in the sequence , 
Compl. Spécn . 42 pages. 

Drg . 5 shets 


CLASS : 39 D & 25 B 


162140 


Int. ( 1, : B 28 < 5 / 00). 


A PROCESS OR PREPARATION OF A PLASTER 
COMPOSITION FROM PHOSPHOGYPSUM . 


CLASS : 50 -E ... 


162142 


Applicant ; SUTHERN PETROCHEMICAL INDUS 
TRIES CORPORATION LTD ., 97, MOUNT ROAD , 
MADRAS-600 032 , TAMIL NADU , INDIA , AN INDIAN 
COMPANY 


Int. Cl. : F 25 1 39 / 02. 


DRYING PROCESS AND ITS APPARATUS UTILIZ 
ING REFRIGERATION CYCLE 


Inventory : ( 1 ) GOPALAKRISHNAMURTHY AND ( 2 ) 
GANGADAKAN ELAMVALUTHI, 


Applicant : SHONETSUGAKU KENKYUSHO CO ., 
LTD ., OF 12 - 3 , KITASHINAGAWA 5 -CHOMF , SHINA 
GAWA- KU , TOKYO 141, JAPAN . 


Application No. 577 /Mas / 84 filed August ( , 1984. 


Inventor : SHUICHIRO UCHIDA . 


Appropriate Oflico for Opposition procecdings ( Rule 4 . 
Patents Rules. 1972 ) . Patent Office, Madras Branch . 


Application No. 1347 / Cal/ 83 filed November 2 , 1983. 


5 Claims 


Appropriate office for opposition proceedings (Rulo 4 , 
Patents Rules , 1972 ) Patent Office , Calcutta . 


10 Claims 


A process of preparation of a plaster componsition from 
phosphogypsum comprising the step of washing phosphog 
ypsum with a surfactivo solution such as hercin described to 
remove impurities, residual acidity / Alkalinity and organic 
meter ; drying the washed phosphogypsum at 150°C to 180 C 
for 1 to 3 hours to reduce it to its hemihydrate from cha 
racterised by adding 0 . 05 % to 3 . 5 % of an organophos 
phonate retarder to the phosphogypsum in its hemihydrate 
form and grinding the same to a homogenous mass ; and 
mixing the said mass with 70 % to 80 % of water to render 
it castable in moulds. 


A drying apparau ; utilising it refrigeration cycle which 
comprises a drying chamber , having beat insulating walls , 
a housing disposed within the drying chamber , the housing 
having heat insulating walls , an air inlet, formed in one 
of the walls , and an air outlet, the inlet and outlet connect 
ing the interior of tho housing with the interior of the dry 
ing chamber ; a refrigeration system including an evapora 
tor , the evaporator being contained in the housing togther 
with a heat exchanger , an air flow path , being defined 
within the housing, extending from the air inlet through 


Complete Specification 7 pages. 


Drg .Sheet Nil 
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20 Claims 


the uit outlet ne deyirse chamh within " 


the hot pass of the heat exchanger, thence past the evapo 
rator in heat exchanger relationship therewith , thence 
through the cold pass of the heat exchunger , and thence to 
the air outlet; wat means for causing a flow of air from the 
interior of the dryirin chamber to flow into the air inlet 
and along the air flow path within the housing to the air 
outlet and thence back into the interior of the drying cham 
her , 


Compl. Specn 19 pages . 


Drg . 6 sheels 


16243 


CLASS : 206E . 
Tat. C1. : H 04 1 13 / 10 . 


A knife scabbard comprising un elongatc housing having 

knize receiving paysage thorein , tip and Doliom Walls of 
said housing forming upper and lower extremities respec 
tively a said passage , a latch device at a front ond of gaid 
top wall and forming a forward continuation of that wall , 
: access opening tor said passage at the front end of said 
latch device , ineans connecting said latch device to said 
housing for relative pivotal movement about an axis which 
extends transverse to said passage and is located adjacent 
said top wall front end , a corsier member positioned between 
said latch device and said bottom wall and being at least 
partially located within said passage and extending length 
wise thercof, a sharpening device mounted on said carrier 
memici at location 1- jacent said access opening such that 
it is engagable by a knife blade extending through whid 

pening , a pivotal mounting for said carier tomber baving 
its agis extending transverse to soid passage it :1 localon 
such liat it will intersect with a knifc blale located in said 
pasairge, the pivol axis of said carrier nicmui being Incated 
closer to guid to wali than said bottom will and being at 
an end of said carrier member which is spaccd inwardly of 
said pissayc îron : said latch device pivot axin , u d biusing 
nieany urging said carrier member about the pivot axis 
thereof to move said sharpening device towards said top 
wall . 
Compl. Specn . 17 puges. 

Drg . 3 shoots 


A MAIN DISTRIBUTOR HOR OPTICAL IBER LINES 
AND SMALL BOND AND / OR WIDE BOND SERVICE 
LINES. 


Applicant : KRONE AKTIENGESELLSCHAFT , BEES 
KOWDAHM 3 - 11, 1000 BERLIN 37, PEDERAL REPUB 
LIC OF GERMANY . 


Inventorg : 1. DR . JENS WEBER , 2. JOHANNES ESSER , 
Application No . 1392 /Cal/ 83 filed November 14, 1983. 

Appropriato office for opposition proceodings (Rule 4, 
Patents Rules , 1972 ) Patent Office, Calculta . 


6 Claims 


OPPOSITION PROCEEDINGS 


An Opposition entered by M / s. Piaggio & CSPA Italy to 
the grant of a Patent on application No . 159082 mado by 
M / A, Bajaj Auto Limited , Pune as notified in the Gazette 
of India , Part III, Section 2 dated 17th October, 1987 fons 
been successful as the application is treated as abandonal . 


PATENTS SEALED 


A main distributor for optical fibre lines and narrow 
band and / or wide band service lines which distributor 
affords a function betwen the load lines which joint together 
from all directions of a net work coinmunication means . 
characterized in that the optical main distributor comprises 
an electrical switching network ( 1 ) allocuting multiplexing 
means including 64 Kbit / s -channels to a PCM 30 system 
and allocating a PCM 30 -system to a PCM 1920 - system 
for the duration of a connection , and a second optical 
switching network ( 2 ) being connected in succession and 
controlling a plurality of opte -electrical convertors (o / e ) 
www . well as a plurality of lambdamultiplexing meani r1 - 
MUX ) which are also allocated to Longciun for me 
duration of a communication , wheruhy it sequential switch 
ing of the switching networks (1 , 2 ) is used to connect 
iho optical terminal lincs (Asis ) with the iurminuls of 
different wide band and narrow band exchange systems (BB , 
SB ) . 
Compl. Specn . 8 pages . 

Dry . & sheets 


152448 156167 156168 156264 136328 156707 158591 158606 
: 58607 158720 158754 158757 158798 158816 1. 8329 158898 
158904 158980 158982 158983 158984 158985 159010 159012 
159019 159080 159249 159421 159559 159567 


CLASS : 153 

162144 
Int. Cl. : B 24 63/ 00 ; B 24 1 15 :08 . 

A KNIFE SCABBARD . 

Applicant : WILTSHIRE CONSOLIDITED LIMITED , 
OF 36 ALBERT RUAD , SOUTH MEITOURNE , 3205 
VICTORIA . AUSTRALIA . 

Inveutor : PITER BADEN FARRER . 
Application No 1448 / Cal/83 filed Novembut 24 , 1983 . 

Convention Jated 24th November, 198 ? ( PF 6956 ) 
Australia , 

Appropriate piticu ior opposition procco.lugs Rule 4 , 
Patonts Rules , 1972 ) Patent Omce, Calcutta . 


AMENDMENT PROCEEDINGS UNDER SECTION 57 
Notice is hercby given that Westinghouse Electric Corpore 
ion , of Westinghouse Building, Gateway Centre , Pittsburgh , 
Pennsylvania 15222 , United States of America , a Corporation 
organised and existing under the laws of the State of Pennsyl 
vania , United States of America have made in application 
under Section 587 of the Patents Act, 1970 foi mondment of 
specification of their application for Patent No. 160870 for 
" cloctric Circuit breakers ". The amendments are by way of 
disclaimer . The application for amendmonts and the proponeal 
mendments can be inspected free of charge at the Patent 
Office , 214 , Acharya Jagadish Base Road , Calcuita -700017 or 
copies of the saine c: n tc bad on payment of the sul copy 
ing charges. Any person intercsted in opposing the application 
for amendment may file a notice of opposition on the pres 
cribed fom 30 within threc months form the date of this 
notification at the Patent Office , Calcutta . If the written 
statement of opposition is not filo with the notice of oppo 
sition it shall loſt wibin one month from the date or fillog 
the said notice . 
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RENEWAL FEES P AID 


Class. 1, No. 158752. Suraj Industries , 31 - Galaxy Comm . 

Centre , Jawahar Road , Rajkot- 360 001 (Gujarat 
India ) , a regd . Pastnership orm , " Domestic Flour 
Mi}}" . 31st August , 1987 . 


Cass . 3 . No. 158698 . Messrs . Universal Utilſtics, 2 fm 

registervà uuder the Indian Partnership Act, 1932 
at G -20 EVEREST . 156 , Tardeo Road , Bombay 
400034, State of Maharashtra , India . " Roller 
Shade“ . 2012 August, 1987 . 


Class . 3. No. 1585:19 . M K . Electric Limited , a British 

Company , of Shrubbery Road , Edmonton , London , 
N9 OPB , England . " in Electric Switch Socket" . 
17th July , 1987. 


139859 140390 141176 141316 141588 142615 143061 143636 
143960 144276 145278 145675 146604 146675 146878 146951 
147017 147238 147264 147266 747307 147309 147370 147418 
147474 147598 147728 147724 147937 148029 148086 148678 
149098 149208 149241 149394 149545 149691 149734 149835 
149874 150149 150074 150134 150231) 150269 150423 150454 
1511458 150461 150635 150967 151040 151131 151256 151272 
151278 151622 151663 151629 151754 152019 152181 152645 
152756 152965 153029 1.53132 153 ? 147 153592 133629 153633 
153698 153814 1.54007 154260 154528 154621 154681 154715 
154752 154768 154776 154777 154863 154976 155225 156006 
156066 156079 156115 156139 156173 156332 156341 156343 
156875 156421 156492 156582 156623 156624 156749 136750 
156752. 156802 156917 1564616 157182 157345 157346 157347 
157423 157450 157620 157626 157642 157726 157823 158014 
158036 158086 158113 158117 158118 15811) 158131 158132 
158133 158135 158134, 158137 158139 158177 158186 158200 
158204 158229 158243 158244 158246 158247 158262 158287 
158353 158387 158406 158409 158414 158497 158555 158634 
158636 158637 158718 158725 158749 1 $ 8755 158764 158779 
158785 158787 158805 158832 158833 158919 158993 159028 
15* T84 159087 559096 159309 159684 


Class. 3 . Nox . 158704, 158705 . Bullworker Private Limited, 

an Indian company of 15 Mathew Road , Bombay 
400 004, Maharashtra , India , " a Game Board " . 
2012 August, 1987 , 


( lass . 3. No . 158714 . Messers B . R . Plastics, 314, A to Z , 

Industrial Estate, 3rd Floor, Fergussion Road , 
Bombay- 400 013, ( A registered Partnership con 
cero ) Maharshtra India . " Tooth Comb " . 21st 
Angrist, 1987 . 


Clins . 3 . Nos . 158717, 158718, Digital Equipment Corpora 

tion , a Massachusetus Corporation whose principal 
Place of business is 146 Main Street, Maynard , 
Massachusetts , 01754 U .S .A , a " Video Terminol" 
21st August, 1987 . 


REGISTRATION OF DESIGNS 


Thac following design have been registered . They are not 
po to inspection for a period of two years from the date of 
registration except its provided fou in Section 50 of the 
Demons Aci, 1911 


Class. 3 . No . 158719 . International Busiqess Machines Cor 

poration , a Corporution organised and existing 
under the laws of the State of New York , United 
States of America , of Amonk , New York 10304 , 
United States of America . An “ Electronic Data 
Processor” . Reciprocity dato is Ist April, 1987 
( U . K . ) 


The date shown in the cach enliy is the date of registration 
the design included in the alry 


( 1856 . 1, No. 158764. Sven llellestum , ol kaserigatan 2 , S 

42242 Hisings-Pachi, Sweden , and Otto Linapder 
of Kungshöjlskilin 1 , S -411 20 Gotegorg , Sweden), 
hoth ot Swidish Nationalily . " Bicycle" . 3rd Scr 
tenhei , 1987 . 


Clask. 3 . No. 150784 . [ lic Goodyear Tire aod Rubber Cor 

pany , a corporation organised under tbe laws of 
the State of Ohio , with offices at 1144 East Market 
Street, Akron , Ohio 44316 -0001, United States of 
America . " Tyre for a vehicle wheel". 10th Sop 
tember 1987. 


355 . 1. No. 158820 , The Gillette Company is company 

organised 2014 existing under lie laws of the State 
of Delaware , United States of Americit, of Prui 
centil Tower Building , Boston , Statc of Maysa 
chusetts 112199 , United States of Americu , Manu 
factucis " Razor Undilo " . 18th September 1987, 


Class . 3. No. 158822 . Clearline Home Appliances ( P .) Limit 

ed , MIG - II , Sector - 3 - Parwanoo , Himachal Pradesh , 
India, an Indian Company, " Home Soda Maker " . 
18th September, 1987. 


( Partih . 1 . No. 1588.30). Humne Machines Private Lunited , in 

Indian Company of 4 / 46 , Kirti Nagar Ind . Area , 
New Delhi-110015 , India and George Kuan Pillui, 
id) Indian Nation ; ), algo of the above address , 
" Emergency Light & Fan Unit". 22nd September, 
1987 . 


Class. 3. No. 158882 . N . V . Philips , Gloeilampenfabriekon , 

a limited liability company organised and establish 
ed under the laws of the Kingdom of the Nether 
lands, carrying on business as Manufacturers at 
Groenewoudseweg 1 , Eindboven , The Netherlands 
*Ice Cream Maker ". 6th October , 1987, 


1. 12151 i. No. 158738 . Kamiskar Mabadeo Lill, indien 

National, whose address is und at Post Kotavada 

Taluuna and Dist., Ratnagiri. (Mabarashtra ), India , 
" Uminello Lame" . 25th August, 1987, 


Class. 3. No . 158886 . Milton Plastics , a registered Indian 

Partnersbip firm , registered under the Indian 
Partnership Act, 1932 , having office at 202 / 203, 
Raheja Centre , 214 , Narimani Point, Bombay 
400021, Maharashtra , India . “ Flower Vase " . 7th 
October , 1987 . 
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Class . 3. No. 158888 . Milton Plastics, a registered Indian class. 3 . No. 159098 . Lego A /S ., a Danish Company, of 
Partnorship Firm registered under the Indian Parl 

Aastvej 1 , DK - 7190 Billund , Denmark . 11 " Toy 
nership Act, 1932, having offico et 202 / 203 , 

Aircraft". 2nd December , 1987 . 
Raheja Centre , 214 . Narimon Point, Bombay 
400021 , Maharashtra , India . " Container " . 7th 

Clwys. 4. No . 158676 . Ganga Narayan Ghosh , Indian Nation 
October , 1987. 

carrying on business at 6 , Sheetal Palace , 1st Road 

T .P . S . IV , Bandra (West ) , Bonbay- 400050 , Statc 
Class , 3 . No. 158913. Jayaa Plastic Works, E /2 /252 , Gali 

of Maharashtra , India in the name of plant & 
No. 8 , Shastri Nagar, New Delhi-110052 , India . 

Piping. " Purival Foiptying Garbage Bin ". 14th 
an Indian Proprietorship Concern . " Chilly Grater" , 

Augut, 1987, 
12th October , 1987. 


R , A . ACHARYA 


Cluss , 3. No. 158981. Advert Pen (Mfg . ) Company of 103 . 

Bussa Heuvy Industrial Estate , Haruman Lane, 
Lower Parel, Bombay -400013 , Maharashtra , India , 
a sole Proprietorship concern . “ Pen " . 29th Octo 
ber , 1987. 


Controller General of Patants, Designs 

and Trade Marks 
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